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9109250078 Requests withdrawal of 910805 Itr requesting amend to License R-84.lntent
of request was to indicate change of command from GW Irving to Captian RL Bum-

gamer on 910830.
BUMGA

BUMGARNER.R.L Defense, Dept. of, Defense Nuclear Agency. 91/09/09. Document
Control Branch (Document Control Desk), ip. 59201:025-59201:025.

9109190229 Forwards revised proposed changes to tech specs for AFRRI facility li-
cense R-84.

BUMGARNER.R.L Defense, Dept of, Defense Nuclear Agency. 91/09/10. Document
Control Branch (Document Control Desk). 10pp. 59167:022-59167:047.

-9109190232 Proposed tech specs for AFRRI,changing safety analyses where required
& replacing pages.
* Defense, Dept of. Defense Nuclear Agency. 91/09/10. 16pp. 59167:032-59167:047.

DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1

P. Operating license stage documents ft correspondence

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re "Books
of TS Interpretations Already Performed at Plants.'1 Forwards documents listed in app

PHILLIPS.J.D. Division of Freedom of Information & Publications Services (Post
890205). 91/06/27. WILLIAMS.O.G. JRA Associates. 4pp. 59135:126-59135:267.

-9007180085 Discusses task interface agreement re interpretation of plant Tech Spec
S.O.D.Tech Spec applies uniformly to any equipment having both normal & emergency
power sources.

CALVO.J.A. Technical Specifications Branch. 90/07/10. BUTLER,W.R. Project Direc-
torate I-2. 3pp. 59135:204-59135:205.

Q. Inspection reports, IE Bulletins ft correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

DOCKET 50-184 NATIONAL INSTITUTE OF STANDARDS & TECHNOLOGY
REACTOR

Q. Inspection reports, IE Bulletins ft correspondence

9109300023 Forwards insp rept 50-184/91-02 on 910820-23.No violations noted.
JOYNER.J.H. Region 1 (Post 820201). 91/09/10. ROWE.J.M. Commerce, Dept of.
3pp. 59225:036-59225:042.

-9109300027 Insp rept 50-184/91-02 on 910820-23.No violations noted. Major areas
inspected:organization & staffing,audits, operator requalification & surveillances.
DRAGOUN.f.,  BORES.R.J.  Region  1   (Post 820201).  91/09/06. 4pp.  59225:039-
59225:042.

V. Operator Examinations

9109300023 Forwards insp rept 50-184/91-02 on 910820-23.No violations noted.
JOYNER.J.H. Region 1 (Post 820201). 91/09/10. ROWE.J.M. Commerce, Dept. of.
3pp. 59225:036-59225:042.

-9109300027 Insp rept 50-184/91-02 on 910820-23.NO violations noted. Major areas
inspectedroraanization & staffing.audits, operator requalification & surveillances.
DRAGOUN.f.,  BORES.R.J.  Region  1   (Post 820201).  91/09/06.  4pp.  59225:039-
59225:042.

DOCKET 50-188 UNIV. OF MISSOURI RESEARCH REACTOR-COLUMBIA

F. Security, medical, emergency ft fire protection plans

9109300167 Revised emergency plan for Univ of Missouri research reactor.W/910918
Itr.

MCKIBBEN.J.C.   Missouri,   Univ.   of,   Columbia,   MO.   91/09/18.   7pp.   59253:117-
59253:122.

Q. Inspection reports, IE Bulletins ft correspondence

9109170088 Forwards insp rept 50-186/91-04 on 910821 .Four violations noted & being
considered for escalated enforcement action.

NORELIUS.C.E. Region 3 (Post 820201). 91/09/10. RHYME,JJ. Missouri, Univ. of,
Columbia, MO. 2pp. 59109:241-59109:247.

-9109170096 Insp rept 50-186/91-04 on 910821 .Four violations noted & being consid-
ered for escalated enforcement actions.Major areas inspectedxircumstances sur-
rounding 910805 incident re shipment of 11 ci of Re-186.

MITCHELL.M.W., PELKE.P.R., SNELL.W.G. Region 3 (Post 820201). 91/09/10. 5pp.
59109:243-59109:247.

9109170047 Confirms plans to conduct enforcement conference on 910918 in Glen
Ellyn.ll to discuss circumstances surrounding 910805 inadvertent switching of sam-
ples in hot cell.Agenda encl.

GREENMAN.E.G. Region 3 (Post 820201). 91/09/11. RHYNE.JJ. Missouri, Univ. of,
Columbia, MO. 5pp. 59109:059-59109:063.

9109270099 Discusses enforcement conference rept 50-186/91-05 on 910918.
NORELIUS.C.E. Region 3 (Post 820201). 91/09/23. RHYNE.JJ. Missouri, Univ. of,
Columbia, MO. 2pp. 59217:054-59217:073.

-9109270105 Enforcement conference rept 50-186/91-05 on 910918. Major areas
discussed:circumstances surrounding 910805 inadvertent switching of samples in hot
cell,which resulted in incorrect shipment

MITCHELL.M.W., PELKE.P.R., SNELL.W.G. Region 3 (Post 820201). 91/09/23. 18pp.
59217:056-59217:073.

R. Periodic operating reports ft related correspondence

9109040106 "Univ of Ml Research Reactor Operations Annual Rept Jul 1990 - June
1991." W/910827 Itr.

MEYER.WA, MCKIBBEN.J.C. Missouri, Univ. of, Rolla, MO. 91/06/30. WEISS.S.H.
NRC - No Detailed Affiliation Given. 200pp. 59018:001-59018:189.

S. Reportable occurrences, LERs ft related correspondence

9109100359 Advises that on 910805,two shipments made from univ w/ incorrect radion-
uclides & activities listed on shipping papers & package.per 10CFR71.5.Person re-
sponsible for discrepancy counseled & restrictions imposed.

REILLY.W.F., MCKIBBEN.J.C. Missouri, Univ. of, Columbia, MO. 91/09/04. Office of
Nuclear Reactor Regulation, Director (Post 870411). 4pp. 59080:001-59080:004.

DOCKET 50-192 UNIV. OF TEXAS RESEARCH REACTOR

Q. Inspection reports, IE Bulletins ft correspondence

9109240169 Forwards insp rept 50-192/91-01  on 910801-22.No inspector- identified
violations or deviations noted.One licensee- identified violation noted.
BUTCHER.E.J. Region 4 (Post 820201). 91/09/17. WEHRING.B.W. Texas, Univ. of,
Austin, TX. 2pp. 59183:038-59183:043.

-9109240180 Insp rept 50-192/91-01 on 910801-22.No inspector-identified violations or
deviations      noted.One      licensee-identified      violations      noted.Major      areas
inspected:radiation protection activities & transportation program.
MURRAY.B. Region 4 (Post 820201). 91/09/16. 4pp. 59183:040-59183:043.

DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1

F. Security, medical, emergency ft fire protection plans

9109160018 Forwards insp repts 50-206/91-21,50-361/91-21 & 50-362/91-12 on
910708-12 & notice of violation.

YUHAS.G.P. Region 5 (Post 820201). 91/08/28. RAY.H.B. Southern California Edison
Co. 3pp. 59096:332-59096:346.

-9109160048   Insp  repts  50-206/91-21,50-361/91-21   &  50-362/91-21   on  910708-
12.Violations noted.Major areas inspected:personal dosimeter program,radiological
survey program,health physics & chemistry staffing & occupational exposures.
CAR SON, LC. Region 5 (Post 820201). 91/08/28. 11pp. 59096:336-59096:346.

O. Advisory Committee on Reactor Safeguards reports ft correspondence

9109300018 Summary of ACRS 376th meeting on 910808-09 re full term OL for San
Onofre Unit 1 .evaluation of risks during low power & shutdown operations & review of
SECY-91-172, "Regulatory Impact Survey - Final Rept."

WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 91/08/28. SELIN.I.
Commissioners (Post 750119). 9pp. 59253:023-59253:031.

P. Operating license stage documents ft correspondence

9109110185 Informs that on 910809 vol control tank level transmitter LT-1100 was re-
paired & calibr satisfactorily.per request for temporary waiver of compliance from re-
quirements of TS 3.3.1, "Safety Injection Sys & Containment Spray Sys...."
KRIEGER.R.W. Southern California Edison Co. 91/08/09. MARTIN.J.B. Region 5
(Post 820201). 1p. 59092:245-59092:245.

9109030277 Notification of contract execution.task order 10: "NDE Support at San
Onofre Nuclear Power Plant," awarded to TET.Inc.

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN L-
14741. 91/08/12. SCHWINK.W.S. Office of Nuclear Reactor Regulation, Director
(Post 870411). MODES.M., CHAMPION,!. NRC - No Detailed Affiliation Given. 1p.
58944:248-58944:250.

-9109030283 Ltr Contract NRC-03-90-028,awarding task order 10, "NDE Support at
San Onofre Nuclear Power Plant," under contract.

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-14741. 91/08/06.
PAYNE.D. Thompson Engineering Testing, Inc. (formerly vester J. Thompson, Jr.,
Inc.). 2pp. 58944:249-58944:250.

9109090042 Grants temporary waiver of compliance from TS 3.3,1, "Operating Status of
Safety Injection & Containment Spray Sys," requirements.

VIRGILIO.MJ. Assistant Director for Region IV/V Reactors (Post 901216). 91/08/29.
RAY.H.B. Southern California Edison Co. 4pp. 59049:074-59049:077.

9109090103 Provides corrected value for radiological environ data submitted as input
forFTOL,per910806ltr.

ROSENBLUM.R.M. Southern California Edison Co. 91/09/03. Document Control
Branch (Document Control Desk). 2pp. 59049:287-59049:288.ed in safe manner & determined that performance of li-
